To:  Faulk,  Libby[Faulk. Libby@epa.gov] 

From:  Russo,  Rebecca 

Sent:  Sat  8/8/2015  4:11:41  PM 

Subject:  RE:  EPA  Website 


Thanks. 


Rebecca  A.  Russo 

Region  8 Congressional  and  Intergovernmental  Liaison 
Office:  303-312-6757 
Cell:  303-204-1930 


From:  Faulk,  Libby 

Sent:  Saturday,  August  08,  2015  10:05  AM 
To : j ohn_whitney  @bennet.  senate,  gov 
Cc:  Russo,  Rebecca;  Smith,  Paula 
Subject:  EPA  Website 


Hi  John, 


Here  is  the  link  to  EPA’s  website.  There  is  a link  at  towards 


http://www2.epa.gov/region8/gold-king-mine-release-emergencv-response 


Click  on  : Gold  King  Mine  Blowout  Incident 


The  data  should  be  on  the  left  side.  Libby 
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Libby  Faulk,  Program  Manager 

Public  Affairs  and  Community  Involvement 

US  EPA,  Region  8 

1595  Wynkoop  Street 

Denver,  CO  80202 

faulk-1  i bbv@epa.gov 

303-312-6083 
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